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Chapter 1 by Rawa 
1 am- | woke up and went to the kitchen to get a drink. My throat felt as dry as cotton, | wet my 
lios which quickly dried up. 


| heard noises, but decided not to bother. Probably just the wind. | switched on the kitchen 
lights... 


Write a draft for chapter 2 of 8 (1 draft) 
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